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MBMORANDUM FOR: Deputy Director for Administration 


FROM: Robert ®. Gambino 
Director of Security 

SUBJECT: Office of Security Significant Activities 
Week of 21 June 1979 (U) 

REFERENCE: DDA Administrative Instruction No. 74-§ 


1. This monorandum is for information only. (U) 


2. The activities of the Office of Security during the 
week of 21 - 27 June 1979 were highlighted by the following 
itens: 


a. On 27 June, representatives of the Office 
conducted a paeescee security survey of the downtown 
Washington, D.C. offices assigned to Ambassador Robert 
Strauss, the Special Trade Representative. Anbassador 
Strauss is to be given access to Agency aaterial 
classified up to and including Top Secret Sensitive 
Compartmented Information. (C) 


b. This week, the installation of movable file 
storage equipment within the Office of Security's 
Polygraph Branch secure srea marked the completion of a 
project started last summer to systematically review 
all polygraph files and te remand about 250 feet of 
retired polygraph files from the Agency Records Center 
to secure storage at Headquarters. The files were 
reviewed, purged of extraneous material end logged for 
proper eventual disposition. (A/IU0) 


3. Projected Office of Security activities of possible 
interest at the Directorate level include: 


a. Agents of the 25X1A 
on standby to mest and assist 25X1C 
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27 June 1979 


MEMORANDUM FOR: Deputy Director of Security (P&M) 


STATINTLFROM: 
Deputy Director of Security (PTOS) 


SUBJECT: Entries for the DDA Log 
21 - 27 June 1979 


joined 
in 
gency Safety and Health 


on the A 


Program Tiefing addressed the program as it exists 
and its sho emings. The ADDA requested that a memo be 
prepared ing, in priority listing, the steps and 


S$ required to bring the program up to the minimum 
ance levels. 


2. Security was provided for the appearance on 21 June 

ional Intelligence Officer for East Asia and 

ore the Subcommittee on Investigations of the 
rvices Committee and on 26 June of the DCI 

ubcommittee on Priorities and Economy in Govern~ 

ent of e Joint Economics Committee. 


On 27 June, representatives of the Office conducted 
physical security survey of the offices assigned to Ambassador 
Robert Strauss, the Special Trade Representative, which is 
4 located in a commercial building leased by the GSA at 1800 
G Street, N.W., Washington, D.C. Ambassador Strauss is to 
be given sensitive Agency material classified. p--to, and 
including TOP SECRET and under SCI controls. (A/vuo) 


oe 


a 


STATINTL 
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NN  — EEO re 


- ROUTING AND TRANSMITTAL SLIP 


TO: (Name, office symbol, room number, 
‘building, Agency /Post) 


. Ae/ssd 
dds) As 7 


[For Clearance |_| Per Conversation 
|For Correction _—=——|_— | Prepare Reply 
|For Your Information | |See Me 
-{iowestgete __f Signature 
[Justify 


hn! Apdoa€h, om Ltn pu pectvr 
Appel “Cg ere kaa 


DO NOT use this form as a RECORD of approvals, concurrences, disposals, 
clearances, and similar actions 


FROM: (Name, org. symbol, Agency/Post) Room No.==Bldg. 


arepaye Si : OPTIONAL fore 41 (Rev. 7-76) 
+S. G.P.0. 1977-241 -530/3090 FPME ter Coto ini-11.206 
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MEMORANDUM FOR: Deputy Director for Administration 


: Approved For ease 2001/07/12 : Cl 


FROM: Robert W. Gambino 
Director of Security 


SUBJECT: Office of Security Significant Activities 
Week of 14 June 1979 (U) 


REFERENCE: DDA Administrative Instruction No. 74-5 


1. This memorandum is for information only. (U) 


2. The activities of the Office of Security during 
the week of 14 - 20 June 1979 were highlighted by the 
following items: 


a. Two members of this Office are currently in 
conducting audio countermeasures 
Inspections, installing alarm systems and assisting 
an Office of Communications technician in special in-depth 
inspections of selected pieces of communications equip- 
ment. Two other Office representatives are in Latin 
America conducting ACM ins j j i 1A 
and constructin 


re also assisting in the move 


(S) 


b. During the reporting period, members of the 
Interagency Armor Working Group tested several new 
developments in the field of vehicle armoring and 


rotectio sonnel in vehicles. An "instant 
25X1A device was especially promising. 
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c. The Office of Security will provide twelve 
agents to support an SE Division surveillance 
training exercise during the period 19-22 June. (Cc) 


25X1A_ 


Robert W. G 


Distribution: 
Orig § 2 ~- Adse 
1 - DD/PSI 
i1-- DD/PTOS 
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20 June 1979 


MEMORANDUM FOR: Chief, Security Support Division 


25X1A_ FROM: aaa 
left, Operations Support Branch 


SUBJECT: Weekly Log (U) 


25X1A 1. a: provided assistance to an OSO 
courier ulles Airport on 15 June 1979 from 25x14 
25M MS, sVii'a Los Angeles, California. The courier transporte 
‘\ a priority shipment of 


ines E 


classified materials. (C) 
wrt ttf 


ay 


~foelye. 
provide o+eke 


a agents -to support an ivision surveillance training exer- 
VN during the period 19-22 June. Clearance Division/Liaison 


istance with three agents.and-External Activities 
Branch/Special Facilities-tnit~ore:—(C) 
25X1A 3. The 


support for t Ton Of destruction of 


% classified materials transported from NPIC to the facility at 
ih oo Sune 6) 


25X1A 4. The has been requested to 
two agents on 20 June to meet an OD&E courier at 
to transport _a classified package to 
The agents have also 
obtain a Classified package from 
the OD&E courier. (S) 


ca 


at the 25X1A 
een requested to 
and pass it to 25X1A 


25X1A 


>. The DCI, Mrs. Turner, and YY. Ei DCI 25X1A 
Security Staff, will be traveling to the Norfolk, Virginia, 
area on the evening of 29 June to attend change of command 
ceremonies the next day at the destroyer/submarine base. The 
DCI and Mrs. Turner will remain overnight at the residence of 
their dauther-in-law at Virginia Beach, Virginia. (C) 


ame COUN SS = 


OTOL X REVW ON 20 Due VA 
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25X1A\” 6. A representative of the Overseas Security Support 
Branch briefed the new COS designate (C) 


7. On 13 June, a meeting was held at the Department of 
State (DOS) between DOS, the Agency, and the National Security 
.~ Agency on the selection of an emergency escape breathing 
evice. The Safety Branch is the action office to acquire 
the data on the commercially available devices and prepare 
ee matrix to lead to the selection of device to be used by 


a oat three agencies. (U) 
or 


8. On 19 June, a representative of the Office gave a 
oe om hour presentation to nine General Services Officers at the 
Foreign Service Institute on the GSO and the Safety Program. 
All of the students are in process for overseas assignments. (U) 


9. On 14 June, security support was provided for the 
DCI's appearance before the Defense Subcommittee of the House 
Appropriations Committee. (U) 


PROJECTIONS: 20 - 27 June 1979 


Security support has been requested for the 
appearance on 21 June of an NIO before the House Armed 
Services Committee and, on 26 June, of the DCI before the 
Subcommittee on Priorities and Economy in Government of 
the Joint Economics Committee. 


25X1A 
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MEMORANDUM FOR: Deputy Director for Administration 


FROM: Robert W. Gambino 
Director of Security 

SUBJECT: Office of Security Significant Activities 
Week of 7 June 1979 (U) 


REFERENCE: DDA Administrative Instruction No. 74-5 


1. This memorandum is for information enly. (ti) 


2. The activities of the Office of Security during 
the week of 7 - 13 June 1979 were highlighted by the 
following items: 


a. On 11 June, an audit of the security procedures 
of the Office of Legislative Counsel was conpleted. 
This was the first of a planned program of audits 
of all Headquarters elements. (uv) 


b. On 13 June, an audio threat briefing was 
presented to the Office of Personnel Conference at 
the Headquarters Auditorium. (§) 


c. On 7 June, an Office representative departed 
on a scheduled six-week trip to countries25X1A 
where he will conduct security surveys of our Stations 
end Bases. (C) 


d. On 11 June, the Office of Security obtained 
the capability to link its SPECLE computer data base 
to the Office of Personnel's PERSIGN and CEMLOC systens. 
This will greatly enhance the management of the enp loyee 
reinvestigation program by increasing efficiency, 
tracking and reporting. This achievement resulted 
from extensive Office of Personnel and Office of 
Data Processing support. (WU) ; 
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13 June 1979 


MEMORANDUM FOR: Deputy Director of Security (P&M) 


25X1A FROW: a 
eputy Director of Security (PTOS) 


SUBJECT: Entries for the DDA Log 
7 - 13 June 1979 (U) 


of 1. Audio countermeasures inspections were conducted 
X at the residences of the C/NPIC, DC/DDS&T, and DDA. (S) 


a (DY @ On 13 June, an audio threat briefing was presented 
we at ers Auditorium#to the Office of Personnel 
Conference (C) 
3. On 11 June, two representatives of the Office 
completed the first component inspection in the Office's 


a new program of auditing security procedures of Headquarters 
: elements. The component involved was the Office of Legisla- 
i tive Counsel. (U) 


4 On 7 June, an Office representative departed on 
a scheduled 6-week trip to MEE countries where . 
he will conduct security surveys of our Stations and Bases .(c) 
T i ings an i 
: : : : 0) 


yy ‘ 
4 5. Members of the Intera ency Armor Working Group are 
1 eee Tene on | testing several new develop- 
ments in e fie of vehicle armoring during this week of 


1l through 14 June. (C) 
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: 6. On 13 June, two representatives of the Office met 
with counterparts from the National Security Agency, U. S. 
Department of State, the Office of Communications and Life 
Sciences Division, NFAC, concerning the selection of an 
emergency escape breathing device. There is a need for a 

sr small, simple device with a 10-15 minute Capacity to be 
wa used mainly by communicators who will be delayed in leaving 
Figs a building in an emergency. 
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___ PROPOSED ITEM FOR THE DDA WEEK 


FROM: - 
25X1A ss . Sects 


‘TO; "oFReas deni pation, room number, and 
building) o COMMENTS (Number each comment te show from, whom 
i ms _ | whom. Brow a line across column after each comment.) 


Deadline for this week 
is close of business 
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13 June 1979 


25X1A MEMORANDUM FOR: ed 
lef, earance Division 
25X1A “FROM: eeeeaeerereences 
Chief, Reinvestigation Section 


SUBJECT: Proposed Item for the DDA Weekly Log 


ils 1d i And Tia Ne? Uae? Oa 11 Tine 1979, the . 
ffice of Security obtained the capability to link es 2 SPECLE ; 
computer data baseg to Chamene& the Office of Personnel'’a (E@Si6-N Any 
This will greatly, enhance the management of the Employee =f ELIAG 
Reinvestigation Program by increasing efficiency, tack, (t5rems, 
ing and reporting. This achievement resulted from ~~ 
extensive OP and oor Support. (U) 
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Weekly Log Items 
Security Analysis Group 


13 June 1979 


Reference is made to the item in the 16 May 1979 Weekly 
Log in which it was reported that the Federal Bureau of 
Investigation (FBI) had requested that an Agency employee be 
tasked to recontact an emigree who has originally provided 
him, the Agency employee, with information of counter- 
intelligence interest to the FBI and to this Agency. Since 
the emigre is a "United States person” as defined in Executive 
Order 12036, the Office of General Counsel (OGC) was contacted 
for its opinion of the legal propriety in this matter and 
subsequently OGC was in contact with the Department of 
Justice for its opinion and guidance. Within the past week, 
the Office of Security has been advised by the FBI that the 
tasking requirement no longer exists since special agents of 
the FBI have personally interviewed the emigre in question 
regarding the information he had furnished to the Agency 
employee. OGC was notified that legal direction in this 
case was no longer required and the Agency employee, who 
had been apprised of the possible tasking was also so 
informed. (S) 


The Office of Security is in the process of reviewing 
the galley proofs of the Final Report of the House Select 
Committee on Assassinations. The galley proofs consist of 
over 3,000 pages of text and some 8,000 footnotes. The 
review is strictly a double check to ensure that no security 
considerations have been overlooked in the reviews of previous 
drafts of the report. This entire process must be completed 
and a formal response submitted to the Clerk of the House by 
19 June 1979. (U) 
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13 June 1979 


MEMORANDUM FOR: Chief, Security Support Division 


FROM: a 
ief, Operations Support Branch 


SUBJECT: Weekly Log (U) 


The PE Office has been requested to provide 
an agent to meet an Agency courier Pee on Friday, 25X1A 


Airport with about six boxes (60 pounds each) of classified 
materials. Assistance through Customs processing will be 
arranged as well as assistance in making a connecting flight 


to Dulles Airport, Washington, D.C. (S) 


25X1A 
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13 JUN /9 


MEMORANDUM FOR: Gps Chief, Security Support Division 


STATINTLFROM: Pa ao 
1et, Externa ctivities Branch 


SUBJECT: Weekly Report 


An employee assigned to OSI reported that he had just 
returned from a TDY trip and noticed a bullet hole in the 
exterior of his home in Vienna, Virginia. He has no idea 
who would be shooting at him, This matter was reported to 
the Fairfax County Police. However, there are no leads in 
the case of 13 June 1979 and no similiar incidents have 


occurred:since that time. 


STATINTL 
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